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Table 5. Chin Implant Comparisons ' 


Implant Characteristic 

Acrylic 

Silastic 

Mersilene 

Medpor 

Supramid 

Gore-Tex 

Preshaped 

Yes 

Yes 

No 

Yes 

No 

No 

Mobility 

Yes 

Yes 

No 

No 

No 

No 

Bone resorption 

Yes 

Yes 

No 

Yes 

No 

No 

Tissue ingrowth 

No 

No 

Yes 

Yes 

Yes 

Minimal 

Capsule formation 

Yes 

Yes 

No 

No 

No 

No 

Surgical adaptability 

Poor 

Good 

Good 

Fair 

Good 

Fair 

Palpable 

Yes 

Yes 

No 

No 

No 

No 

Long-term predictability 

Poor 

Fair 

Excellent 

Good 

Poor 


Cost 

Moderate 

Moderate 

Low 

Moderate 

Low 

High 

Overall rating 

Poor 

Fair 

Excellent 

Good 

Fair 

Fair 


* Proplast was withdrawn from the market in 1992 by the Food and Drug Administration. Ellipses indicate not applicable. See the introductory textual material 
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Elegant content, thank you for sharing 


#2 


[■3 Reply 



02-01-2016, 12:13 AM 

legit thread 


#3 






















pau l us > 

What we think, we become 

Posts: 11,046 
Threads: 778 
Joined: Dec 2015 

<iP Find 


£3 Reply 



02-07-2016, 02:23 AM 


why is mersilene never used then? 
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Decay 

Is there dignity in living life as an entity? 
Born into ruin, we feel withdrawal 
Subhumanity is poison 
And we are lost without a cure 
We are not fit to walk amongst them 
Eventually this is something we must accept 
The world moves on without us 
And only the grave welcomes us with open arms 
So pray for your rebirth 
Pray for another chance to bloom 
While the rats will feed off of our failure 
We wither away rotted from the core 
Welcome to your new home 
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this is from eppley 

Mersilene is a knitted plastic mesh material most commonly used to fix abdominal hernias. It has been 
historically used in facial surgery where it has been used as a chin implant. The mesh material is rolled onto 
itself, shaped, and then sewn together to create the implant. Because the implant is a mesh, it has lots of holes 
in it for tissue ingrowth. The few surgeons who use mersilene do it because they like to fashion their own 
implants and can do so at a lower cost than buying other off-the-shelf implants. - See more at: 
http://exploreplasticsu rgery.com/the-com... ALEOj.dpuf 


P Find 


(~3 Reply 


« Next Oldest | Next Newest » 


Enter Keywords 


Search Thread 


Forumjump: -- Looksmaxing 


d Go 


P' Contact Us P Lookism.net p 1 Return to Top P' Lite (Archive) Mode P RSS Syndication 


Powered By r 


>2002-2019 MyBB Group. 


Current time: 12-19-2019, 08:17 PM 





















